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In  the  above-mentioned  paper  all  rates  expressed  in  terms  of  battery  capacity 
(C)  are  incorrectly  expressed.  C/15,  C/5,  Cl 3  and  C/2  are  incorrect  and  should  be  15C, 
5 C,  3  C  and  2C,  respectively. 
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